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CAMS WEEKLY REPORT 
Week of 13 August - 19 August 1977 


COMIREX has notified OOP that they will need CAMS 
support during the power outage scheduled for the 
weekend of 10, 11 September. This outage will 
affect both the GC-47 computer center and the DATEX 
switching station which carries all messages to 
and from CAMS . We are investigating the various 
possibilities for providing some level of .pupport. 


STATINTL 




CAT'IS Project Manager 
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